Juan Fregoso <juan.fregoso@lacity.org> 



Out of Office Re: Case#685831 -143 Burlington Apt 308 

1 message 


Robert Galardi <robert.galardi@lacity.org> Fri, Aug 3, 2018 at 5:18 PM 

To: juan.fregoso@lacity.org 


I will be out of the office from August 6th through August 10th, 2018 please contact Principal Inspector David Greene at (213) 252-2886 for 
assistance. 


Robert Galardi 
Chief Inspector 

HCIDLA 3550 Wilshire Blvd. #1500 
Office Ph. 213-252-2880 




